About Me 


Abdulrahman 

Alnaim 



Contact 

Address: 

Khobar-Saudi Arabia 

Phone: 

+966569552428 

Email: 

D7naim@gmail.com 


Languages 

Arabic 

English 


Very energetic and enthusiastic person, aiways positive and looking 
for a challenge. 

Skiil Highlights 

• Microsoft Office 

• Matlab 

• Multisim 

• Protues 

• Arduino 

Personal Skilis 

• Teamwork 

• Working under pressure 

• Critical thinking 

Experience 

Recently graduated with Electrical Engineer major, looking for an 
organization where I can utilize my educational knowledge. 

• Barakat Al Dam mam Factory Sep 2020 - Present 

Production Engineer. 

• Engineering Training in Saudi Irrigation Organization Jul -Aug2020 

8 weeks in technical support department, responsible of the 
substations. 

Education 

Bachelor of Electrical Engineering, King Faisal University 2016-2020 
GPA: 3.88 out of 5 

Certifications 

• Electrical Power Systems May 2020 

Authorized by University at Buffalo and The State University of New York 
and offered through Coursera. 

Project 



• PSIM 

• C & C++ 

• Simulink 


• Solar Assisted Smart Home Automation System Using Google 
Assistant - Senior Design 












